To:  Brogden,  Rose[Brogden. Rose@epa.gov] 

From:  Brogden,  Rose 

Sent:  Thur  8/13/2015  3:31 :07  PM 

Subject:  FW:  8/13/15  at  9:20,  Response  to  PRESS  (and  previous  GENERAL  GENERIC) 


From:  Williams,  Caroline 

Sent:  Thursday,  August  13,  2015  9:21  AM 

To:  Brogden,  Rose 

Cc:  Grimm,  Craig;  Maloney,  Tom 

Subject:  8/13/15  at  9:20,  Response  to  Press 


Response  to  media  only: 


PRESS 


Thank  you  for  contacting  the  Region  8 Environmental  Information  Services  Center.  Local  and 
national  media  inquiries  about  the  Gold  King  Mine  release  can  now  be  sent  to  press@epa.gov. 

We  have  copied  press@epa.gov  on  this  response  to  you  so  they  are  aware  of  your  request.  We 
also  have  a phone  line  in  our  Joint  Information  Center  staffed  by  press  officers.  The  phone 
number  is  970-812-3351. 


GENERAL 


EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to 
ensure  the  safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated 
by  the  Gold  King  Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the 
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public  as  experts  work  to  evaluate  any  effects  the  spill  may  have  on  drinking  water,  public 
health,  agriculture,  fish  and  wildlife. 

Please  see  our  website  for  the  latest  information:  http://www2.epa.gov/goldkingmine 
Regular  updates  will  be  posted  as  they  are  available. 

EPA  Hotline:  844-607-9700  (toll-free) 
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